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UNCLASSIFIED 

PAGE 01 ABU DH 01996 22095IZ 

21 

ACTION NEA-10 

INFO OCT-01 EUR-12 ISO-00 EB-07 /030W 

101415 

R 220725Z JUL 76 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4654 
AMEMBASSY KUWAIT 
AMEMBASSY TEHRAN 
AMEMBASSY ATHENS 
AMEMBASSY MANAMA 

UNCLAS ABU DHABI 1996 

USDOC PLEASE PASS CAGNE: PLANAGAN AND TENNEY 
ATHENS PLEASE PASS RTDO 
MANAMA PLEASE PASS FRANK URAL 

E.O. 11652: NA 
TAGS: BTIO BEXP TC 

SUBJ: FOREIGN GOVERNMENT TENDER: MAIN CIVIL WORKS FOR 
HAMRIYYAH FEDERAL POWER STATION AND DESALINATION PLANT 

REF: ABU DHABI 0802 

1. 520/01/T0028 

2. 0720 76 

3. C. CURREIR 

4. TWP - UAE 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED FOR A NON-REFUND ABLE 
FEE OF 2500 DIRHAMS IF OBTAINED FROM THE UAE MINISTRY 
ELECTRICITY AND WATER IN THE UAE AND 300 POUNDS STERLING 
IF OBTAINED FROM THE UAE EMBASSY IN LONDON. (1$ EQUAL 
3.95 DIRHAMS). 

6B. HIS EXCELLENCY THE CHAIRMAN 

6C. THE PERMANENT COMMITTEE FOR PROJECT 

MINISTRY OF PLANNING 

PO BOX 2847 

UNCLASSIFIED 

UNCLASSIFIED 
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ABU DHABI, UAE 
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7. N4250 SPECIFICATION NO. N22.2/846 

8. 31 OCT 1976 I700HRS (LOCAL) 

9.201 

10. 99I8I 04 - SIXTY MILLION DOLLAR PROJECT 
lOA. INVIITATION TO TENDER READS AS FOLLOWS: 

UNIO D ARAB EMIRATES 
MINISTRY OF ELECTRICITY & WATER 
PO BOX 1672, DUBAI 
ADVERTISEMENT 

THE MINISTRY OF ELECTRICITY AND WATER FOR THE UNITED ARAB 
EMIRRATES INVITES TENDERS FOR THE FOLLOWING WORKS: 

"TENDER NO. N4250 SPECIFICATION NO. N22.2/846" 

MAIN CIVIL WORKS FOR THE FEDERAL POWER STATION AND DESALINATION 
PLANT ( 3 X 30MW PLUS 3X3 MGPD) TO BE CONSTRUCTED AT 
HAMRIYYAH NEAR UMM AL QUWAIN. THE WORKS 
INCLUDE PILING FOUNDATIONS, STRUCTURAL STEELWORK AND 
CLADDING TO THE MAIN BUILDINMV DESALINATION PLANT 
FOUNDATIONS; CONTROL, WORKSHOP, OFFICE COMPLEX AND 
OTHER ANCILLARY BUILDING; PUMPHOUSE, ON SHORE AND 
OFF SHORECULVERTS, FUEL OIL TANKER UNLOADING FACILITIES 
INCLUDING DEEP-WATER UNLOADING BERTH AND SHORE ARM; 

ROADS AND BOUNDARY WALL INCLUDING ROAD AND AREA 
LIGHTING; SITE SERVICES INCLUDING SEWAGE TREATMENT 
PLANT; FOUNDATIONS AND BUNDS FOR OIL AND WATER STORAGE 
TANKS. 

APPLICATIONS FOR TENDER DOCUMENTS SHOULD BE MADE DURING 
NORMAL OFFICE HOURS AT THE MINISTRY'S OFFICES IN DUBAI 
HAIN THE U.A.E. OR AT THE UAE EMBASSY IN LONDON. 

ONLY FIRMS WHO HAVE HAD EXPERIENCE IN ENGINEERING 
SIMILAR PROJECTS SHOULD APPLY. 

EACH TENDER FEE IS DIRHAMS 2,500 IF COLLECTED IN UAE 

OR 300 POUNDS STERLING IF COLLECTED IN LONDON PAYABLE IN CASH 
ONLY AND IS NOT REFUNDABLE. THE TENDER DOCUMENTS WILL 
BE IN THREE VOLUMES. VOLUME I (INSTRUCTIONS TO TENDERERS, 
CONTRACT, PROGRAMME AND BRIEF DESCRIPTION OF THE 
WORKS) WILL BE AVAILABLE FOR COLLECTION FROM 26TH JULY, 

1976 TO ENABLE TENDERERS TO MAKE PREPARATIONS FOR 
UNCLASSIFIED 

UNCLASSIFIED 
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COMPLETION OF THEIR TENDERS WITHIN THE TENDER PERIOD 
WHICH WILL NOT BE EXTENDED. VOLUMES 2 AND 3 
(SPECIFICATION, BILLS OF QUANTITIES AND SCHEDULES) 

AND THE DRAWINGS WILL BE AVAILABLE FOR COLLECTION 
FROM 4TH SEPTEMBER, UNTIL I4TH OCTOBER, 1976. 

TENDERS MUST BE ACCOMPANIED BY A BID BOND IN THE FORM 
OF AN UNCONDITIONAL BANK GUARANTEE OF DH-. 1 3,000,000/- 
(13 MILLION) VALID FOR 120 DAYS. THE SUCCESSFUL 
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TENDERER WILL BE REQUIRED TO REPLACE THIS WITH A 
PERFORRMANCE BOND EQUAL TO 10 PER CENT OF THE TOTAL 
CONTRACT SUM FOR THE PERIOD OF THE CONTRACT. THE TENDER 
DOCUMENTS MUST BE COMPLETE AND SUBMITTED IN QUADRUPLICATE. 
EACH COPY SHALL BE ENCLOSED IN A PLAIN ENVELOPE NOT 
BEARING ANY IDENTIFICATION OF THE TENDER AND MARKED ONLY 
ON THE OUTSIDE WITH THE TENDER NUMMER AND TITLE "MAIN 
CIVIL WORKS". 

FOUR COPIES SHALL BE ADDRESSED AND DELIVERED TO: 

HIS EXCELLENCY THE CHAIRMAN, 

THE PERMANENT COMMITTEE FOR PROJECTS, 

MINISTRY OF PLANNING, 

PO BOX 2847, 

ABU DHABI UAE 

TENDERS MUST BE RECEIVED NOT LATER THAN 1700 
HOURS ON 3 1 ST OCTOBER, 1976. THIS ADVERTISEMENT IS 
A COMPLEMENTARY PART OF THE TENDER DOCUMENT. 

THE CONTRACT IS PROGRAMMED SO THAT THE PLANT 
CONTRACTORS SHALL HAVE ACCESS TO SITE TO COMMENCE 
ERECTION IN THE SUMMER OF 1977 TO ENABLE COMMERCIAL 
SERVICE REQUIREMENTS TO BE MET. 

ABDULLA BIN HUMAID AL QASSIMI 
MINISTER 

1 1 . UAE DEVELOPMENT BUDGET WILL FINANCE PROJECT. 

STERNER 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 22 JUL 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976ABUDFI01996 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760282-0106 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760734/aaaabdlg.tel 

Line Count: 143 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 ABU DHABI 802 
Review Action: RELEASED, APPROVED 
Review Authority: hackerpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 MAR 2004 by ThomasVJ>; APPROVED <06 JAN 2005 by hackerp0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER: MAIN CIVIL WORKS FOR HAMRIYYAH FEDERAL POWER STATION AND DESALINATION PLANT 
TAGS: BTIO, BEXP, TC 
To: COM 
Type: TE 
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